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TOWN  OFFICERS  — 1966 

MODERATOR 

Charles  P.   Ricardi 

TOWN  CLERK 

Madeleine  T.  Gately 

TAX  COLLECTOR 

Virginia  M.  Morneau 


SELECTMEN 

Term  Expires 

William  J.  McGee 

1967 

Earl  0.  Minor 

1968 

Charles  W.  Farrington 

1969 

TOWN  TREASURER 

Madeleine  T.  Gately 

OVERSEER  OF  THE  POOR 

Earl  0.  Minor 

SUPERVISORS  OF  THE  CHECKLIST 

John  R.  McGee  Clayton  Straw  Thomas  Mountain 

BOARD  OF  HEALTH 

Michael  Perry 

AUDITORS 

Charles  P.  Ricardi  Russell  Clark 

LIBRARY  TRUSTEES 

Mary  E.  Curran  (1967)  Irene  Thompson  (1968) 

Rita  Johnson  (1969) 

TRUSTEE  OF  TRUST  FUNDS 

Irene  Thompson 

CHIEF  OF  POUCE 

Michael  Perry 

ROAD  AGENT 

Larry  Gooden 


BUDGET  OF  THE  TOWN  OF  CARROLL 

Estimates  of  Revenue  for  the  ensuing  year,  January  1,  1967  to  De- 
cember 31,  1967,  compared  with  Estimated  and  Actual  Revenue  of 
the  previous  year,  January  1,  1966  to  December  31,  1966. 

Estimated     Actual 

Revenue     Revenue  Estimated 

Previous     Previous  Revenue 

Year  1966  Year  1966  Year  1967 


SOURCE  OF  REVENUE 

From  State: 

Interest  and  Dividend  Tax 

$   174.48 

$     174.48 

$    175.00 

Savings  Bank  Tax 

158.18 

158.18 

160.00 

Railroad  Tax 

1,306.18 

1,306.18 

1.300.00 

Railroad  Tax  Accrual 

1.54 

Public  Welfare  Recovery 

18.75 

Aeronautical  Fund 

8.63 

Reimbursement  a/c  State  Lands 

and  Federal  Lands 

1,400.00 

2,037.33 

2,000.00 

From  Local  Sources  Other 

Than  Taxes: 

Dog  Licenses 

100.00 

156.00 

140.00 

Business  Permit  &  Filing  Fees 

25.00 

25.00 

25.00 

Rent  of  Town  Building 

240.00 

240.00 

240.00 

Business  Directory  Sign 

55.00 

Airport  Expansion 

100.00 

Refunds 

300.00 

Salary  Refunds 

100.00 

Income  From  Departments: 

Registration  of  Motor  Vehicles 

3,400.00 

3,783.65 

3,600.00 

Amended  Social  Security 

3.63 

Amount  Raised  by  Issue  of 
Bonds  or  Notes: 
Temporary  Loans  in  Anticipation 
of  Taxes 


10,000.00 


From  Local  Taxes  Other  Than 

Property  Taxes: 

Poll  Tax— Regular  @  $2.00 

300.00 

250.00 

275.00 

Yield  Tax 

1,193.25 

650.19 

700.00 

Total  Revenue  from  All  Sources 
Except  Property  Taxes 


$8,297.09     $19,368.56       $8,615.00 


BUDGET  OF  THE  TOWN  OF  CARROLL 


Estimates  of  Expenditures  for  the  ensuing  year  Januai*y  1,  1967  to 
December  31,  1967,  compared  with  Appropriations  and  Actual 
Expenditures  for  the  Previous  Year,  January  1,  1966  to  December 
31,   1966. 


EXPENDITURES 

Current  Maintenance  Expenses 
General  Government: 

Town  Officers'  Salaries 
Town  Officers'  Expenses 
Printing  Town  Reports 
Election  and  Registration 
Expenses  Town  Hall  and  Other 

Town  Buildings 
Auto  Permit  Fees 
Employees'  Social  Security 
Planning  and  Zoning 

Protection  of  Persons  and  Property: 

Police  Department 

Tramps  and  Expenses 

Fire  Dept.  and  Civil  Defense 

Bounties 

Insurance 

Dog  Costs 

Legal  Expenses 

Health  and  Sanitation: 

Vital  Statistics 
Hospitals 
Town  Dump 

Highways  and  Bridges: 

Town  Maintenance— Summer 

Town  Maintenance— Winter 

Airport  Plowing 

Street  Lighting 

General  Expense  Highway  Dept. 

Town  Road  Aid 

Town  Bridge 

Libraries: 

Libraries 


Actual 

Approp. 

Expend. 

Estimated 

Previous 

Previous 

Expend. 

Year  1966 

Year  1966 

Year  1967 

$    2,500.00 

$    2,510.00 

$    2,500.00 

1,500.00 

1,010.29 

1,500.00 

250.00 

315.00 

300.00 

850.00 

852.00 

275.00 

1,500.00 

661.70 

1,000.00 

185.00 

141.00 

150.00 

300.00 

629.20 
24.20 

350.00 

ty: 

1,500.00 

1,525.00 

1,500.00 

50.00 

1,800.00 

1,774.26 
15.75 

1,400.00 

1,000.00 

1,037.73 

1,000.00 

45.00 

47.82 

45.00 

300.00 

1,306.89 

300.00 

20.00 

1.00 

5.00 

200.00 

500.00 

200.00 

900.00 

1,173.47 

1,000.00 

1,800.00 

2,786.54 

1,000.00 

3,000.00 

1,788.55 

2,000.00 

300.00 

211.43 

300.00 

5,000.00 

4,695.09 

5,000.00 

500.00 

650.25 

500.00 

95.67 

95.67 

95.02 

100.00 

400.00 


450.00 


400.00 


EXPENDITURES 
Public  Welfare: 

Child  Welfare,  Town  Poor,  County 
Poor,  Old  Age  Assistance  and 
Soldiers'  Aid 

Patriotic  Purposes: 

Memorial  Day  and  Honor  Roll 

Recreation: 

Operation  of  Recreation  Area 
Improvement  of  Recreation  Area 

Public  Service  Enterprises: 

Cemeteries 

Advertising  and  Regional  Assn. 

Unclassified: 

Abatement  and  Refunds 
Leasing  of  Airport 

Interest: 

Temporary  and  Long  Term  Notes 
and  Bonds 


Approp. 
Previous 
Year  1966 


3,000.00 


Actual 

Expend.  Estimated 

Previous  Expend. 

Year  1966  Year  1967 


1,184.62         1,500.00 


150.00 

68.00 

100.00 

600.00 

600.00 

600.00 
1,000.00 

500.00 

415.00 

500.00 

2,252.59 

2,252.59 

2,252.59 

257.36 


2.00 


2,000.00 


2.00 


1,829.17         2,000.00 


New  Construction  and 

Improvements : 

Sidewalk  Construction  and  Repairs 

1,500.00 

Airport  Expansion 

3,000.00 

1,349.83 

Indebtedness  Payments: 

Temporary  Loans 

10,000.00 

Long  Term  Notes 

7,625.00 

Payments  to  Other  Govt. 

Divisions: 

State  of  New  Hampshire 

1,190.85 

County  Tax 

6,858.00 

6,858.00         7,000.00 

School  Tax 

71,305.08 

60,185.51 

$115,263.34  $118,017.77  $ 


SCHEDULE  OF  TOWN  PROPERTY 


Description: 

Town  Hall— Lands  and  Buildings 

$     15,000.00 

Furniture  and  Equipment 

1,000.00 

Library 

4,000.00 

Fire  House 

6,000.00 

Fire  Equipment 

23,000.00 

Highway  Department  Equipment 

500.00 

Water  Department 

113,000.00 

Fred  Burke  Property— 35  acres  L12-R9 

1,500.00 

Tuttle  Brook  Property 

15,000.00 

$    178,000.00 

SUMMARY  OF  INVENTORY  OF  VALUATION 

April  1,  1966 

Lands  and  Buildings  (Exclusive 

of   grown   wood    &   timber)  $3,431,106.00 

Factory  Machinery  16,339.00 

Public   Utilities,   Electric  163,500.00 

House  Trailers  14,493.00 

Stock  in  Trade  (Merchants)  32,350.00 

Horses,  Asses  and  Mules  150.00 

Gasoline  Pumps  &  Tanks  14,903.00 

Portable  Mills  3,640.00 


Total  Valuation  before  Exemptions  Allowed  $3,676,481.00 

Less  Veterans'  Exemptions  41,000.00 


Net  Valuation  on  which  Tax  Rate  is  Computed  $3,635,481.00 


STATEMENT  OF  APPROPRIATIONS 
AND  TAXES  ASSESSED 


Appropriations: 

Town  Officers'  Salaries 

$    2,500.00 

Town  Officers'  Administrative  Expenses 

1,500.00 

Election  and  Registration  Expenses 

850.00 

Printing  Town  Reports 

250.00 

Town  Hall  and  Buildings  Maintenance 

1,500.00 

Social  Security  and  Retirement  Contributions 

300.00 

Police  Department 

1,500.00 

Fire  Department  &  Civil  Defense 

1,800.00 

Tramps  &  Police  Expenses 

50.00 

Insurance 

1,000.00 

Dog  Damages 

45.00 

Legal  Expenses 

300.00 

Auto  Permit  Fees 

185.00 

Hospitals 

300.00 

Vital  Statistics 

20.00 

Town  Dump 

900.00 

Road  Maintenance — Summer 

1.800.00 

Road  Maintenance— Winter 

3,000.00 

Street  Lighting 

5,000.00 

General  Expenses  of  Highway  Department 

500.00 

Town  Road  Aid 

95.67 

Libraries 

400.00 

Town  Poor,  Old  Age  Assistance,  Child  Welfare, 

County  Poor  &  Soldier's  Aid 

3,000.00 

Memorial  Day  &  Honor  Roll 

150.00 

Parks  and  Playgrounds 

600.00 

Town  Bridge 

100.00 

Cemeteries 

500.00 

Airports,  Plowing  &  Lease 

302.00 

Advertising  and  Regional  Associations 

2,252.59 

Sidewalk  Construction  &  Repairs 

1,500.00 

Payment  on  Long  Term  Notes 

7,125.00 

Interest  on  Loans   and   Notes 

2,000.00 

Airport  Expansion 

3,000.00 

Total  Town  Appropriations  $  44,140.26 


Less  Estimated  Revenues  and  Credits: 

Interest  and  Dividends  Tax  174.48 

Railroad  Tax  1,306.18 

Savings  Bank  Tax  158.18 

Reimbursement  a/c  State  and  Federal  Lands  1,400.00 

Revenue  from  Yield  Tax  Sources  1,193.25 

Interest  Received  on  Taxes  and  Deposits  600.00 

Business  Licenses,  Permits  and  Filing  Fees  25.00 

Dog  Licenses  100.00 

Motor  Vehicle  Permit  Fees  3,400.00 

Rent  of  Town  Property  and  Equipment  240.00 

Poll  Taxes  at  $2.00  x  150  300.00 

Cash  Reserve  Balance  Account  5,000.00 

Total  Revenues  and  Credits  $  13,897.09 

Net  Town  Appropriations  $  30,243.17 

Net  School  Appropriations  71,305.08 

Net  County  Assessment  6,858.00 

Total  of  Town,  School  and  County  $108,406.25 

Add:  Overlay  658.18 


$109,064.43 


Tax  Rate   per  $100  —  $3.00 


9 

Report  of  Tax  Collector 

SUMMARY  OF  WARRANT 
PROPERTY,  POLL  AND  YIELD  TAXES 

Levy  of  1966 

DR. 

Taxes  committed  to  Collector: 


Property  taxes 
Poll  taxes 

$109,105.42 
300.00 

Total   Warrant 

$109,405.42 

Yield  Taxes 

1,489.00 

Added  taxes: 

Property  taxes 
Poll  taxes 

$ 

167.56 
6.00 

$        173.56 

Interest  Collected: 

- 

5.07 

TOTAL  DEBITS 

$111,073.05 

CR. 

Remittances  to  Treasurer: 

Property  taxes 
Poll  taxes 

$  74,671.27 
250.00 

Yield  taxes 

650.19 

Interest  Collected 

5.07 

$  75,576.53 

Abatements: 

Property  taxes 
Poll  taxes 

$ 

281.97 
16.00 

$       297.97 

Uncollected  taxes  as  per  Collectors  list: 

Property  taxes 
Poll  taxes 

$  34,319.74 
40.00 

Yield  taxes 

838.81 

- 

$  35,198.55 

TOTAL  CREDITS 

$111,073.05 
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SUMMARY  OF  WARRANT 
PROPERTY,  POLL  AND  YIELD  TAXES 

Levy  of  1965 


Uncollected  taxes  as 

Property  taxes 
Poll  taxes 
Yield  taxes 

DR. 
of  January  1, 

ITS 

1966 

$  26,487.92 
60.00 
52.99 

Interest  Collected: 

$  26,600.91 
266.16 

TOTAL  DEB 

$  26,867.07 

CR. 

Remittances  to  Treasurer: 


Property  taxes 

Poll  taxes 

Interest  collected  during  year 

$  20,469.18 

52.00 

266.16 

Abatements  made  during  year: 

Property  taxes 
Poll  taxes 

$         12.08 
8.00 

$  20,787.34 

Uncollected  taxes  as  per  collectors  list: 

Property  taxes 
Yield  taxes 

$    6,006.66 
52.99 

$         20.08 

$    6,059.65 

TOTAL   CREDITS 

$  26,867.07 
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SUMMARY  OF  WARRANT 
PROPERTY,  POLL  AND  YIELD  TAXES 

Previous  Years 

DR. 


Uncollected  taxes  as  of  Jan.  1,  1966 

Property  taxes 
Yield  taxes 

$    6,609.03 
1,272.35 

Interest  collected 

$    7,881.38 
622.75 

TOTAL    DEBITS 

$    8,504.13 

CR. 

Remittance  to  Treasurer: 

Property  taxes  $    4,021.94 

Interest  collected  622.75 


$  4,644.69 

Uncollected  as  per  collectors  list: 

Property  taxes  $  2,587.09 

Yield  taxes  1,272.35 


$    3,859.44 
TOTAL    CREDITS  $    8,504.13 
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SUMMARY  OF  WARRANT 

STATE  HEAD  TAX 

Levy  of  1966 

DR. 


State  Head  Taxes  Committed  to  Collector: 

Original  Warrant 
Added  Taxes 

$    1,015.00 
15.00 

Total  Commitment 
Penalties  Collected 

$    1,030.00 
5.00 

TOTAL   DEBITS 

$    1,035.00 

CR. 


Remittances  to  treasurer: 

Head  Taxes 
Penalties 

$ 

835.00 
5.00 

Abatements 

Uncollected  Head  Taxes  as  per 
Collectors  list 

$       840.00 
55.00 

140.00 

TOTAL   CREDITS 

$    1,035.00 
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SUMMARY  OF  WARRANT 
STATE  HEAD  TAX 

Levy  of  1965 

DR. 

Uncollected  taxes  as  of  January  1,  1966  $      185.00 

Added  taxes  during  1966  10.00 

Penalties  collected  during  1966  14.50 


TOTAL   DEBITS  $       209.50 

CR. 

Remittances  to  treasurer  during  1966: 

Head  taxes  $       155.00 

Penalties  14.50 


$       169.50 
Abatements  during  1966  30.00 

Uncollected  head  taxes  as  per  collectors  list  10.00 


TOTAL  CREDITS  $       209.50 

I  hereby  certify  that  the  above  amounts  are  correct  to  the  best 
of  my  knowledge  and  belief. 

VIRGINIA  M.  MORNEAU 
Tax  Collector 
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DELINQUENT  PROPERTY  TAXPAYERS 


Biron,   Wilfred    &   Virginia 

Bonnell,  Floyd 

Boynton,  Wellington 

Boynton,  Wellington 

Buswell,  Arthur  S. 

Clay,  Marjorie  M. 

Connell,  Wm.  J.  &  Joyce 

David,  Edward  &  Anne 

Fahey,  Louise  M. 

Fahey,  Louise  M. 

Garneau,  Leon  &  Louise 

Gooden,  Larry  L. 

Gooden,  Larry  &  Vernon 

Goodness,  Gary 

Harris,  Wm.  &  Barbara 

Johnson,  Raymond  S. 

Kaufman,  Lewis  J. 

Lee,  Nolan  B. 

Lennon,  James  &  Lorraine 

Lennon,  Morris  A. 

Lostumbo,  Ann  &  Nicholas 

McGee,  Heirs  of  Hazel 

McGee,  Mary  &  Herbert 

Menachem,  Max,  Morris,  Louis  &  Benjamin 

Miller,  Edward  &  Lydia 

Monahan,  James 

Monahan,  Leo  &  Mary 

Monahan,  Heirs  of  Thomas 

Oneto,  Chas.  &  Partners 

PoUo,   Harriet 

Polio,  Harriet 

Powell,  Heirs  of  Frank 

Rushmore  Paper  Mills  Inc. 

Smith,  Raymond  &  Dorothy 

Snitko,  Alexander  &  Doris 

Spanos,  Pauline 

Spanos,  Pauline 

Spanos,  Pauline 

Styles,  Theodore  J.  &  Alberta 

Temple  Mfg.  &  Research  Co.  Inc. 

Temple,  Wescomb  &  Dorothy 

Vendt,  Warren  &  Elenore 

Weeks,  Charles  A. 

Weeks,   Leonard  &  Phyllis 

Williams  Inn  &  Motel  Real  Estate  Co.  Inc. 

Williams  Inn  &  Motel  Real  Estate  Co.  Inc. 

Williams  Inn  &  Motel  Real  Estate  Co.  Inc. 

Wilmot,  Geo.  D.  &  Dorothy 

Wright,  Robert,  Sr.  &  Robert,  Jr.  (Partial) 


$       19.17 
18.72 
6.24 
204.00 
14.97 
358.89 
486.72 
235.26 
209.04 
112.08 
327.60 
116.07 
57.72 
103.20 
150.96 
650.25 
17,838.90 
283.62 
118.83 
72.60 
15.00 
272.07 
204.06 
28.08 
195.00 
3.12 
533.52 
93.66 
45.60 
102.03 
262.02 
164.73 
49.62 
41.82 
507.00 
1,080.00 
303.12 
1,365.30 
106.80 
502.98 
66.45 
180.00 
156.00 
486.30 
18.09 
263.40 
432.00 
97.02 
13.54 
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Wynn,  Hilda  B.  363.99 

Young,  Clayton  &  Mary  311.37 

Zacharakis,  James  772.20 

Zacharakis,  James  3,742.14 

Automotive  Sales  Co.  52.41 


DELINQUENT  HEAD  AND  POLL  TAXPAYERS 


HEAD 

POLL 

Bergin,  Andrew  &  Claudette 

10.00 

$4.00 

Bonnell,  Harry  K. 

5.00 

2.00 

Courchaine,  David  L. 

5.00 

2.00 

Fahey,  Lawrence  &  Louise 

10.00 

4.00 

Glines,   Priscilla 

5.00 

2.00 

Gooden,  Larry  S. 

5.00 

2.00 

Kosack,  Joseph  &  Claire 

10.00 

2.00 

Lee,   Nolan   B. 

5.00 

2.00 

Lennon,   Raymond  &  Lorraine  C. 

10.00 

2.00 

McCauley,  Russell 

5.00 

Monahan,  Raymond 

5.00 

Monahan,    James 

5.00 

2.00 

Monahan,  Leo  &  Mary 

10.00 

4.00 

Monahan,    Thomas 

5.00 

Snitko,   Alexander  &   Doris 

10.00 

2.00 

Staples,  John 

5.00 

Stuart,   Frank 

5.00 

2.00 

Temple,  Wescomb  &  Dorothy 

10.00 

4.00 

Vendt,  Warren  &  Elenore 

10.00 

4.00 

I  hereby  certify  that  the  above  list  showing  the  name  and 
amount  from  each  delinquent  taxpayer,  as  of  December  31,  1966, 
on  account  of  the  tax  levy  of  1966,  is  correct  to  the  best  of  my 
knowledge  and  belief. 

VIRGINIA  M.  MORNEAU 
Tax  Collector 
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BALANCE  SHEET 

Fiscal  Year  Ending  December  31,  1966 

ASSETS 

Casli: 

In  hands  of  Treasurer,  December  31,  1966  $44,160.10 
Uncollected  Taxes: 

Levy  1966— Property,  Poll  and  Yield  35,198.55 

Levy  1965— Property,  Poll  and  Yield  6,059.65 

Levy— Previous  Years  3,859.44 

State  Head  Tax,  Levy  1966  140.00 

Total  Assets  $89,417.74 

Excess  of  Liabilities  over  Assets  (net  debit)  1,466.93 


LIABILITIES 


$90,884.67 


Accounts  Owed  by  Town: 
Due  to  State: 

State  Head  Tax,  1966,  Uncollected  $     185.00 

Bond  &  Debt  Retirement  108.36 

Due  to  School  District: 

Balance  due  1966-1967  Appropriation  52,305.08 

Long  Term  Notes  Outstanding: 

Tuttle  Brook— $1,000  yearly  1,000.00 

Water  Line  Rte.  #3  North,  $2,500  yearly  2,500.00 

Water  Line,  Rte.  #3  South,  $2,500  yearly  15,500.00 

Fire  Truck,  $1,625  yearly  11,375.00 

Special  Appropriations: 

Extension  of  Harmony  Hill  Water  Line  2,527.37 

Town  Hall  &  Other  Town  Buildings  420.21 

Town  Bridge  200.00 

Honor  Roll  415.86 

Sidewalk  Construction  2,742.62 

Airport  Extension  1,650.17 

Total  Liabilities  $90,884.67 
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PROPERTY  VALUATION  AS  ASSESSED 

April  1966 

Aimee,    Inez   A.  $  20,041.00 

Arnold,  Dell  541.00 

Asker,  John  and  Edith  42,661.00 

Atwood,  Douglas  520.00 

Barnes,  Charles  S.,  Ill  &  Chas.  S.,  IV  1,560.00 

Barnes,  William  &  Mildred  1,540.00 

Barron,  Heirs  of  Harry  B.  8,539.00 

Bartl,  Harry  &  Hildegarde  1,040.00 

*Beaulieu,  Roland  10,525.00 

Beckwith,  Louis  R.  1,924.00 

*Bernasconi,  Marcel  E.  2,184.00 

Bellefeuille,  Thomas  &  Charlotte  5,729.00 

Bernard,  John  A.  940.00 

Bigley,  Ella  416.00 

Biron,  Wilfred  J.  &  Virginia  639.00 

Bonnell,  Flora  A.  5,543.00 

Bonnell,  Floyd  A.  884.00 

Bonnell,  Ruggles  M.  520.00 

Borelli,  Primo,  Jr.  1,591.00 

Boynton,  W.  D.  208.00 

Boynton,  W.  D.  6,800.00 

Brill,  Heirs  of  7,280.00 

Brooks,  James  &  Grace  12,474.00 

Brown  Co.  14,924.00 

Burroughs,  Irving  S.  2,371.00 

Burroughs,  Jeanette  12,418.00 

Buswell,  Arthur  S.  499.00 

Buswell,  Fred  L.  8,528.00 

Campbell,  Robert  &  Marjorie  343.00 

*Capelli,  Marie  E.  9,880.00 

Carpenter,  Heirs  of  Harley  L.  83.00 

*Champagne,  Roger  D.  14,872.00 

Charlmont  Motel,  Inc.  130,900.00 

Christian,  Ann  2,080.00 

Clark,  Robert  &  Eveline  3,494.00 

Clark,  Russell  &  Imogene  16,214.00 

Classon,  Gerald  &  Ursula  520.00 

Classon,  Gerald  K.  520.00 

Clay,  Margery  M.  9,963.00 

Cohen,  William  3,796.00 

Commonwealth  Northeast  Investment  1,560.00 

Connell,  William  J.  &  Joyce  16,224.00 

Cook,  Elmer  L.,  Jr.  520.00 

Conrad,  Henry  &  Mary  30,358.00 

Jourcy,  Maurice  &  Marguerite  1,529.00 

Crannell,  John  &  Mary  Lou  2,137.00 

Crawford   House,    Inc.  306.308.00 
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David,  Edward  &  Anne  7,842.00 

Denison,   Ellen  4,711.00 

Dicey,  Mary  Eugenie  20,118.00 

Dodge,  Heirs  of  Frank  6,157.00 

*Dubey,  Emile  &  Louise  43,503.00 

Durandeau,    Beatrice  2,962.00 

Egan,  Harry  &  Dianne  14,904.00 

Eisner,  Mabel  9,122.00 

EUas,  Christopher  A.  260.00 

Enman,  Charles  520.00 

Esposito,  Louise  &  Helen  884.00 

Evans,  Arthur  J.  10,623.00 

*Evans,  Ramond  &  Anna  5,735.00 

Fahey,  Louise  M.  10,704.00 

*Fahey,  Patrick  4,410.00 

Fahey,  Raymond  &  Eileen  52,115.00 

Fahey,  William  &  Hazel  8,330.00 

Farrington,  Charles  &  Adele  12,772.00 

Fellows,  Hugh  &  Theresa  3,078.00 

First  Church  Christ   Scientist  1,061.00 

Flewelling,  Murray  &  Pearl  806.00 

Florick,  Joseph  &  Nettie  1,591.00 

Foley,  Leon  &  Margaret  43,202.00 

Frechette,  Beatrice  33,810.00 

Franconia  Paper  Corp.  400.00 

Garneau,  Harold  &  Marilyn  11,138.00 

Garneau,  Harold  4,399.00 

Garneau,  Leon  &  Louise  10,920.00 

Garneau,  Louis  &  Annette  10,639.00 

Gately,  Madeleine  T.  11,118.00 

Gerath,  Francis  C.  1,000.00 

Glines,  Kenneth  M.  4,160.00 

Gooden,  Larry  S.  3,869.00 

Gooden,  Larry  &  Vernon  1,924.00 

Gooden,  Robert  &  Virginia  7,436.00 

Goodness,   Gary  3.440.00 

Gould,   Edgar   &   Eleanor  1,674.00 

*Grimard,  Norman  6,261.00 

Groveton  Paper  Co.  832.00 

Gurdy,  Heirs  of  Charles  3,546.00 

Haase,  Frank  P.  2,215.00 

Hamlin,  Mark  &  Oscar  728.00 

Hammond,   Robert  &  Lila  520.00 

Hancock,  Frank  19.390.00 

Harriman,  Maria  C.  4,519.00 

*Harris,  William  &  Barbara  6.032.00 

Hewitt,  Everett  &  Margaret  24,097.00 

Houghton,  Agnes  5,616.00 

Houghton,  Arthur  S.  23,962.00 

Houghton,  Heirs  of  Joseph  3,151.00 

Hunt,  Blanche  E.  4,306.00 
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Hunt,  Nora  4,378.00 

Jahn,  Kurt  &  Elfriede  11,135.00 

^Johnson,  Irva  &  Rita  18,010.00 

Johnson,  Jonathan  520.00 

Johnson,  Martin  &  Sylvia  1,206.00 

Johnson,  Raymond  S.  21,675.00 

Johnson,  Robert  1,498.00 

Johnson,  Robert  &  Hazel  1,576.00 

Jordan,  Bradley  8,362.00 

Jordan,  Flora  2,059.00 

*Jordan,  Maurice  &  Olga  22,224.00 

Kaufman,   Lewis  J.  594,630.00 

Kazamais,  Panayis  M.  7,280.00 

Keegan,   Charles   &   Marie  2,007.00 

Keegan,  Charles  &  Gordon  Sims  1,602.00 

Kelley,  Addie  11,700.00 

Keljicli,  Alice  C.  520.00 

Kemp,  Richard  416.00 

Kenison,  Phyllis  R.  1,664.00 

*Kenney,  Clifford  4,306.00 

Kenney,  John  874.00 

Kiefer,  Rose  C.  25,691.00 

King,  Margaret  20,280.00 

Knowlton,  R.  K.  624.00 

Kosack,  Joseph  &  Claire  18,772.00 

Kowalsky,  Longin  541.00 

Krien,  Eric  364.00 

*Lane,  Edward  C.  &  Carl  Schirra  4,399.00 

Ledoux,  Ovila  12,497.00 

Lee,  Nolan  B.  9,454.00 

Lehr,  Frederic  &  Irene  6,720.00 

Lennon,  Charles  &  Mary  5,495.00 

Lennon,  Edith  2,881.00 

Lennon,  Gene  &  Raymond  1,000.00 

Lennon,  James  &  Lorraine  4,961.00 

Lennon,   Morris  A.  3,420.00 

Leonard,  Irvwin  &  Elizabeth  4,940.00 

Liberty,  Joseph  H.  1,674.00 

Livingstone,  Hermand  &  Harriet  15,694.00 

Lock,  Shelton  416.00 

Lovell,  Edna  R.  146.00 

Lynch,  George  H.  4,000.00 

McCann,  William  5,127.00 

*McCluskey,  Bernard  &  Mildred  10,379.00 

McGee,  Catherine  A.  33,613.00 

McGee,  Heirs  of  Hazel  9,589.00 

-McGee,  John  &  Roberta  5,606.00 

McGee,  Mary  &  Herbert  6,802.00 

McGee,  Thomas  &  Charlene  9,027.00 

McGee,  William  &  Alice  18,096.00 

McKenna,  Philip  L.  9,733.00 
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McNaughtan,  D.  Wilbert  &  Ruth  4,482.00 

Macomber,  Harriet  E.  6,885.00 

Magee,  Kevin  B.  1,560.00 

Mailloux,  Eugene  &  Odile  790.00 

Maine  Central  RR  5,751.00 

Mansfield,  Lillian  12,397.00 

*Marshall,  Donald  &  Bernice  9,435.00 

Mason,   E.   W.  3,640.00 

Menachem,  Max,  Morris,  Louis  &  Benjamin  936.00 

Merrill,  Lee  P.  1,217.00 

Mieso,  Frank  &  Alexander  1,248.00 

MiUer,  Edward  &  Lydia  6,500.00 

Minor,  Earl  &  Shirley  14,144.00 

Miriello,  Donald  &  Frances  8,154.00 

Monahan,  Alice  M.  5,658.00 

Monahan,  Heirs  of  Edward  7,186.00 

Monahan,  Herbert  &  A.  M.  Ventola  4,826.00 

Monahan,  James  104.00 

Monahan,  Lawrence  &  Alice  2,870.00 

Monahan,  Leo  &  Mary  17,784.00 

Monahan,  Martin  &  Corinne  23,296.00 

Monahan,  Heirs  of  Thomas  3,122.00 

Morgan,  Zalo  7,634.00 

*Morneau,  Lucien  &  Virginia  M.  9,651.00 

Morneau,  Lucien  &  Virginia  M.  364.00 

Mountain,  Robert,  Jr.  &  Dorothy  5,554.00 

*Mountain,  Thomas  &  Catherine  5,949.00 

Munro,  W.  D.  &  J.  Richard  364.00 

Manson,  David  &  Ellen  &  Alfred  C.  Jasins  1,657.00 

Nelson,  Duane  &  Dorothy  520.00 

Nevin,  Julia  &  Wemple,  Jay  Nevin  19,822.00 

New  England  Tel.  &  Tel.  Co.  11,960.00 

Noyes,  William  J.  &  Genevieve  L.  6,708.00 

*0'Brien,  Joseph  &  Dorothy  10,520.00 

*01sen,  Gustave  &  Grace  10,632.00 

Oreto,  Charles  &  Partners  1,520.00 

Pagach,  Paul  &  Hilda  4,066.00 

Paquette  Motel  &  Dining  Room,  Inc.  123,680.00 

Parker,  Elliott  5,522.00 

Partridge,   Alvin  1,144.00 

Pasvolsky,    Valentine  1,009.00 

Patio  Cottages,  Inc.  53,134.00 

Perry,   Michael  J.  9,630.00 

Peverly  Hill  Corp.  3,744.00 

Pineo,  Carroll  &  Faye  1,500.00 

Polio,  Harriet  11,835.00 

Powell,  Heirs  of  Frank  5,491.00 

Quirk,  Heirs  of  James  P.  2,434.00 

Rafuse,  Hugh  W.  1,496.00 

Ramey,  Stella  5,611.00 

^Raymond,  Frank  &  Gladys  9,755.00 


21 

*Ricardi,  Charles  P.  &  Phyllis  18,138.00 

Ricardi,  Charles  &  Agnes  72,528.00 

Ricardi,  Richard  146.00 

Ricardi,  Charles  &  Winfred  McCauley  9,177.00 

*Rines,  Austin  0.  7,374.00 

Roberts,  Alden  &  Alice  &  Eva  Matson  30,680.00 

Rousseau,  Armand  &  Margaret  1,196.00 

Rushmore  Paper  Mills,  Inc.  1,654.00 

Ryan,  Mary  &  Albert  364.00 

Salemme,  Charles  S.  2,662.00 

Salzman,  Lewis  J.  8,944.00 

Sampson,  Louis  &  Frank  2,496.00 

Schaefer,  Frank  &  Evelyn  7,197.00 

Serra-Zanetti,  Viera  11,003.00 

Seymour,  J.  A.  &  Mary  11,908.00 

Siwooganock  Guaranty  Svgs.  Bank  4,940.00 

Smith,  Raymond  &  Dorothy  1,394.00 

Snitko,  Alexander  &  Doris  16,900.00 

Sonnewald,  Fred  3,432.00 

Spanos,  Pauline  89,414.00 

Sparco,  Ralph  &  Teresa  7,228.00 

Staples,   Frederick  &  Lela  5,002.00 

Steffen,  Irving  &  Myrtle  31,616.00 

St.   Germain,  Ernest  &  Dorothy  33,436.00 

Straw,  Clayton  L.  8,809.00 

*Styles,  Theodore  J.  &  Alberta  4,560.00 

Stuart,  Ida  &  Frank  10,043.00 

Sullivan,  Wm.  &  Evelyn  &  Peranzi,  Louis  &  Angle  5,377.00 

Sullivan,  Joseph  &  Katherine  5,346.00 

Swanson,  Carl  &  Clara  1,040.00 

Talmason,  Sydney  &  Patricia  2,870.00 

Taylor,  James  &  Ursula  520.00 

Teague,  Arthur  S.  5,200.00 

Temple,  George  E.,  Jr.  10,442.00 

Temple  Mfg.  &  Research  Co.  Inc.  16,266.00 

Temple,  Milo  &  Aili  5,200.00 

Temple,  Wescomb  &  Dorothy  2,215.00 

Thifault,  Arthur  &  Phyllis  1,815.00 

Thompson,  Alice  10,665.00 

Thompson,  Robert  416.00 

Throop,  Ray  &  Thelma  4,670.00 

Tremarco  Corp.  19,334.00 

Twin  Mt.  Sand  &  Gravel  9,000.00 

*Vallazza,  William  J.  14,643.00 

VanGelder,  Franz  M.  1,040.00 

Vendt,  Warren  &  Elenore  6,000.00 

Violette,  Louis,  Frank  &  Thomas  1,040.00 

Walters,  Dorothy  1,544.00 

Washburn  Lumber  Co.  2,267.00 

Webber,  Clarence  &  Dorothea  2,000.00 

Weeks    Charles  A.  5.200.00 
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Wemyss,  J.  C,  Jr.  8,736.00 

Wescomb,  Nancy  J.  8,330.00 

Wescomb,  Nancy  J.  104.00 

Wemple,  Dr.  Jay  &  Jane  832.00 

Wheeler,  Gerald  &  Lucille  2,725.00 

Wheeler,  Eleanor  3,203.00 

Whitcomb,  Fred  T.  5,959.00 

Whitefield  Fire  District  1,820.00 

Williams  Inn  &  Motel  Real  Est.  Co.,  Inc.                          23,783.00 

Wilmot,  George  D.  &  Dorothy  3,234.00 

Woodward,  Elmer  &  Hyman  Goldberg  2,881.00 

Woodward,  Ekner  15,122.00 

*Wright,  Ingeborg  5,356.00 

Wright,  Robert  Sr.,  and  Robert  Jr.  4,618.00 

*V/right,  William  L.  &  Gertrude  10,275.00 

Wynn,  Hilda  B.  11,133.00 

Young,  Clayton  &  Mary  10,379.00 

Zacharias,  James  150,478.00 

*  Veteran's  Exemptions  not  deducted 


Pumps  and  Tanks 

Morin  Oil  Co.  $    1,248.00 

Automotive  Sales  Co.  1,747.00 

Cray  Oil  Co.  2,288.00 

Gulf  Oil  Co.  3,328.00 

Humble  Oil  &  Refining  Co.                                                       5,148.00 

Tidewater  Oil  Co.  1,144.00 


Public  Utilities 

Public  Service  Co.  of  N.H.  $163,500.00 


Stock-in-Trade 

Harold  Behrman  $    1,200.00 

Roger  B.  Champagne  8,000.00 

Charknont  Motel,  Inc.  300.00 

Margery  M.  Clay  2,000.00 

Emile  &  Louise  Dubey  150.00 

Harry  J.  &  Dianne  Egan  100.00 

Kaye  Fenias  1,500.00 

Joseph  Fenias  500.00 

Harold  Garneau  3,500.00 

Harry  Gonder  1,000.00 

Flora  Jordan  300.00 

Maurice  &  Olga  Jordan  300.00 

Bruce  Johnson  1,000.00 

Joseph  &  Claire  Kosack  300.00 

Ovila  Ledoux  200.00 
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Anne  &  Nicholas  Lostumbo  500.00 

Harriet  E.  Macomber  350.00 

Paquette  Motel  &  Dining  Room,  Inc.                                          750.00 

Harriet  Polla  300.00 

Charles  P.  &  Phyllis  Ricardi  1,500.00 

Charles  &  Agnes  Ricardi  3,700.00 

Alden  &  Alice  Roberts  1,000.00 

Pauline  Spanos  2,200.00 

Ida  Stuart  200.00 

Temple  Mfg.  &  Research  Co.  500.00 

Hilda  B.  Wynn  1,000.00 
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TREASURER'S  REPORT 

Summary  of  Receipts 


Balance  on  Hand,  January  1,  1966 

$  41,626.10 

Whitefield  Savings  Bank 

10,000.00 

Virginia  M.  Morneau— Tax  Collector: 

Property  Taxes  1963 

599.40 

Interest  &  Cost  1963 

135.49 

Property  Tax  1964 

3,422.54 

Interest  &  Cost  1964 

507.74 

Poll  Tax  1965 

52.00 

Property  Tax  1965 

20,469.18 

Interest  &  Cost  1965 

311.02 

Head  Tax  1965 

155.00 

Head  Tax  Penalties  1965 

14.50 

PoU  Tax  1966 

250.00 

Property  Tax  1966 

74,671.27 

Yield  Tax  1966 

650.19 

Interest  1966 

5.07 

Head  Tax  1966 

835.00 

Head  Tax  Penalties  1966 

5.00 

Directory  Sign  Advertising 

55.00 

Junk  Yard  Permit 

25.00 

Return  Overpayment   1965  Officers  Salary 

100.00 

Norman  F.  Milne— Airport  Fund 

100.00 

Morrison  Hospital— Refund  Appropriation 

.300.00 

State  Treasurer: 

Interest  &  Dividend   Taxes 

174.48 

Savings  Bank  Tax 

158.18 

Railroad  Taxes 

1,307.72 

Health  &  Welfare  Recovery  Receipts 

18.75 

Aeronautcial  Fund 

8.63 

National  Forest  Receipts 

2,037.33 

Legal  Business  Exclusive  of  Taxes: 

Post  Office  Rent 

240.00 

Dog  Licenses 

156.00 

Registration  Motor  Vehicles  1965 

67.85 

Registration  Motor  Vehicles  1966 

3,715.80 

Employees  Share  OASI 

314.60 

Miscellaneous  receipts 

3.63 

TOTAL   RECEIPTS 

$162,177.87 

ORDERS  DRAWN  BY  SELECTMEN 

118,017.77 

BALANCE   ON  HAND  DEC.    31,    1966  $  44,160.10 

Respectfully  submitted, 

MADELEINE   T.    GATELY 
Treasurer 


Detail  of  Receipts 

Balance,  January  1,  1966 

Taxes,  Current  Year 
Property  Tax 
Poll  Tax 
Interest 
Yield  Tax 
Head  Tax 
Head  Tax  Penalties 

Taxes,  Previous  Years 

Property  Tax 

Poll  Tax 

Head  Tax 

Head  Tax  Penalties 

Interest 

Costs 

Fees 

State  of  New  Hampshire 

Aeronautical  Fund 
Dividend  and  Interest  Tax 
Savings  Bank  Tax 
Railroad   Taxes 
Railroad  Taxes  Accrual 
Public  Welfare  Recovery 
National  Forest  Reserve 
State  Lands 

Town  Treasurer 

Dog  Licenses 

Business  Licenses 

Post  Office  Rent 

Registration  of  Motor  Vehicles 

Whitefield  Savings  Bank,  Temporary  Loan 

William  J.  McGee,  S.S.  Amended 

Michael  Perry,  Salary  Overpayment 

Morrison  Hospital,  Appropriation  Overpayment 

Norman  Milne,  Jr.,  Airport  Expansion 

Patio  Motor  Court,  Directory  Sign 

Jen  &  Bob's  Restaurant,  Directory  Sign 

Champagne's  Market,  Directory  Sign 

George  Polio,  Directory  Sign 

Silver  Fox  Motor  Court,  Directory  Sign 

Washington  Arms,  Motel,  Directory  Sign 
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$  41,626.10 

74,671.27 
250.00 

5.07 
650.19 
835.00 

5.00 


24,491.12 

52.00 

155.00 

14.50 

888.91 

61.23 

4.11 


8.63 

174.48 

158.18 

1,306.18 

1.54 

18.75 

1,395.15 

642.18 

156.00 

25.00 

240.00 

3,783.65 

10,000.00 

3.63 

100.00 

300.00 

100.00 

15.00 

10.00 

10.00 

10.00 

5.00 

5.00 


Total  Receipts 


$162,177.87 
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Detail  of  Payments 

Town  Officers'  Salaries 

$    2,510.00 

Town  Officers'  Expenses 

1,010.29 

Printing  Town  Reports 

315.00 

Election  and  Registration 

852.00 

Town  Hall  &  Other  Buildings 

661.70 

Police  Department 

1,525.00 

Legal  Expense 

1,306.89 

Fire  Department 

1,774.26 

Bounties 

15.75 

Insurance 

1,037.73 

Hospitals 

500.00 

Vital  Statistics 

1.00 

Plowing  Airport 

211.43 

Town  Dump 

1,173.47 

Town  Maintenance,  Summer 

2,786.54 

Town  Maintenance,  Winter 

1,788.55 

Town  Road  Aid 

95.67 

Street  Lighting 

4,695.09 

General  Expense  Highway  Dept. 

650.25 

Libraries 

450.00 

Public  Welfare 

1,184.62 

Memorial  Day  &  Honor  Roll 

68.00 

Parks  &  Playgrounds 

600.00 

Cemeteries 

415.00 

Dog  Expenses 

47.82 

Advertising  &  Regional  Assoc. 

2,252.59 

Zoning 

24.20 

Refunds 

257.36 

Social  Security 

629.20 

Auto  Permit  Fees 

141.00 

Interest 

1,829.17 

Airport  Expansion 

1,349.83 

Temporary  Loans 

10,000.00 

Long  Term  Notes 

7,625.00 

State  of  New  Hampshire 

1,190.85 

County  Tax 

6,858.00 

School  Tax 

60,185.51 

Total  Payments 

$118,017.77 

Summary  of  Payments 
Town  Officers'  Salaries 


Charles   Ricardi,   Auditor 
Russell  Clark,  Auditor 
William  McGee,  Selectman 
Earl  0.  Minor,  Selectman 
Charles  Farrington,  Selectman 
Earl  0.  Minor,  Overseer 
Michael  Perry,  Health  Officer 
Madeleine  Gately,  Clerk  &  Treasurer 
Virginia  Morneau,  Tax  Collector 
Irene  Thompson,  Library  Trustee 
Mary  E.  Curran,  Library  Trustee 
Rita  Johnson,  Library  Trustee 
Louise  Fahey,  Library  Trustee  (1965) 
Irene  Thompson,  Trustee  Trust  Funds 


Town  Officers'  Expenses 

N.H.  State  Treasurer,  Mobile  Home  Book 

Whitefield  Bank,  Safety  Deposit  Box 

Burns  Insurance  Co.,  Bonds 

Geo.  M.  Stevens  &  Son  Co.,  Bonds 

N.H.  Tax  Collectors'  Assoc,  Dues 

G.  R.  Laugher,  Tovi'n  Clerks'  Assoc,  Dues 

N.H.  Municipal  Assoc,  Handbooks 

N.H.  State  Treasurer,  Appraising 

Doris  Snitko,  X-Ray  Checker 

Branham  Publishing  Co.,  Auto  Book 

Virginia  Morneau,  Expenses 

Madeleine  Gately,  Expenses 

William  McGee,  Expenses 

Earl  0.  Minor,  Expenses 

Postmaster,  Twin  Mt.,   Envelopes,  etc. 

Probate  Court,  Fee 

Brov^'n  &  Saltmarsh,  Supplies 

Registry  of  Deeds,  Transfer  Cards 

Courier  Printing  Co.,  Notices,  etc. 

Coos  County  Democrat,  Notices 

Homestead  Press,  Tax  Bills 

Northern  Office  Supply,  Repairs,  etc. 
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$         20.00 

20.00 

700.00 

350.00 

350.00 

25.00 

20.00 

475.00 

500.00 

10.00 

10.00 

10.00 

10.00 

10.00 

$    2,510.00 


6.25 

3.00 

140.00 

158.00 

3.00 

3.00 

3.00 

41.54 

12.00 

7.50 

84.74 

100.39 

97.14 

25.00 

95.64 

.10 

7.93 

22.30 

42.32 

16.45 

21.53 

119.45 


Printing  Town  Reports 


Courier  Printing  Co. 


$    1,010.29 


$       315.00 
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Election  and  Registration 

John  R.  McGee,   Supervisor  $       160.00 

Clayton  Straw,  Supervisor  142.50 

Thomas  Mountain,  Supervisor  102.50 

Charles  P.  Ricardi,  Moderator  135.00 

Frederick  Staples,  Ballot  Clerk  52.50 

Irvan  Johnson,   Ballot  Clerk  15.00 

Clifford  Kenny,  Ballot  Clerk  37.50 

Gustave  Olsen,  Ballot  Clerk  52.50 

Beulah  Beaulieu,  Ballot  Clerk  22.50 

Mary  E.  Curran,  Ballot  Clerk  15.00 

Gladys  Raymond,  Ballot  Clerk  15.00 

Frank  Schaeffer,  Ballot  Clerk  30.00 

Irene  Lehr,  Ballot  Clerk  15.00 

Mary  McGee,  Ballot  Clerk  15.00 

Courier  Printing  Company,  Ballots  42.00 

Town  Hall  and  Other  Town   Buildings 

The   Astle  Company,   Material,   etc.  $        21.36 

Public  Service  Company,  Electricity  148.65 

B.  R.  McCullock  Company,  Fuel  Oil  206.67 

Dufour  Rural  Gas,  Bottled  Gas  49.00 

Stiles  Rural  Gas,  Bottled  Gas  32.00 

Fitzmorris  Plumbing  and  Heating  Co.,  Repairs,  etc.  89.14 

Garneau's  Garage,  Thaw  Water  10.00 

Irene  Thompson,   Cleaning  10.00 

Boynton  Electric  Company,  Repairs  22.38 

John  McGee,  Labor  8.00 

Larry  Fahey,  Labor  10.50 

Lawrence  Fahey,  Labor  54.00 

Police 

Hinkley  and  Donovan,  Four  years'  expense  $    1,306.89 

Legal 

Henkley  and  Donovan,  Four  years'  expense  $    1,306.89 

Fire  Department 

New  England  Telephone  Company  $      252.75 

Hines  Company,  Phone  Stickers  14.12 

Radio  Communications,  Inc.,  Two  Radios  453.00 

Geo.  M.  Stevens  and  Son  Company,  Men's  Insurance  80.00 

Federal  Communications  Commission  Radio  License  8.00 

Harold  Garneau,  Salary  400.00 

Garneau's  Garage,  Gas,  Oil,  etc.  143.53 

Blanchard  Associates,  Equipment  116.25 

Fitzmorris  Plumbing  &  Heating  Company,  Repairs  22.00 

The  Astle  Company,  Supplies  5.90 

Public  Service  Company,  Electricity  77.80 

B.  R.  McCullock,  Fuel  Oil  200.91 

$    1,774.26 
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Bounties 

John  Staples,   Twelve   Porcupines  $          9.00 

Arnold  Rousseau,  Nine  Porcupines  6.75 

$         15.75 

Insurance 

Geo.  M.  Stevens  and  Son,  Workmen's  Compensation  $       146.39 

Burns  Insurance  Company,  Multi-Peril  Policy  477.77 

Hadlock  Agency,  Library  Contents  18.00 

Burns  Insurance  Company,  Fire  Trucks  Liability  $      395.57 

$    1,037.73 

Hospitals 

Morrison  Hospital  Association,   Approp.  $      500.00 
(Overpaid  $300.00— See  Receipts) 

Vital  Statistics 

Madeliene  T.   Gately,   Fees  $          1.00 

Airport  Plowing 

Garneau's  Garage  $        78.00 

Larry  Gooden,  Road  Agent  108.75 

New  Hampshire  State  Treasurer  24.68 

$       211.43 

Town  Dump 

Charles   Lennon,   Labor   and   Gas  $      743.45 

Charles  Lennon,  Land  Rent  100.00 

Fitzmorris  Plumbing  &  Heating  Co.,  Inc.,  Materials  34.02 

Maine  Central  Railroad  Co.,  Water  Rent  5.00 

Wendell  A.  Rexford,  Bulldozer  291.00 


Highways  and  Bridges 

Town  Maintenance: 


$    1,173.47 


Summer: 

Northern  Paving  Company,  Cold  Patch  $        91.25 

N.H.  State  Treasurer,  Road  Repairs  2,266.54 

Joseph  Liberty,  Labor  12.00 

Henry  Ranclos,  Labor  50.00 

Stephen  Senia,  Labor  6.00 

Wendell  A.  Rexford,  Equipment  74.00 

Larry  Gooden,  Agent  286.75 

$    2,786.54 
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Winter : 

Larry  Gooden,  Agent  $    1,604.25 

Garneau's  Garage,  Plowing  103.50 

Wendell  A.  Rexford,  Trucks  80.80 


$    1,788.55 


Town  Road  Aid: 

N.H.  State  Treasurer,  Town's  Share  $        95.67 

General  Expenses  of  Highway  Department: 

Lessard  Sand   and   Gravel  Company,   Sand  $        23.41 

Joseph  Liberty,  Supplies  3.90 

International  Salt  Company,  Salt  123.50 

Robert  Thompson,  Sand  60.00 

Public  Service  Company,  Electricity,  etc.  320.38 

Astle  Company,  Supplies  32.26 

Whitefield  Hardware  Company,  Supplies  21.80 

John  McGee,  Signs  Labor  40.00 

E.  0.  Ott,  Sign  Labor  25.00 


$      650.25 


Street  Lighting: 
Public  Service  Company  $    4,695.09 

Libraries 


Mary  McGee,  Librarian 

$ 

250.00 

Irene  Thompson,  Books 

200.00 

$ 

450.00 

Public  Welfare 

Old  Age  Assistance: 

State   of  New  Hampshire 

$ 

1,066.07 

Town  Poor: 

Richard  Glines,   Insurance 

$ 

68.55 

Michael  Perry,  George  Wilson 

50.00 

$       118.55 


Memorial  Day  Exercises 

Irene  Thompson,   Wreaths  $        50.00 

Kelley  The  Florist,  Flowers  18.00 


$        68.00 

Parks  and  Playgrounds 

Twin  Mt.  Chamber  of  Commerce  $      600.00 
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Cemeteries 

George  Temple,  Labor  $       112.50 

Norman  Temple,  Labor  16.50 

Earle  Temple,  Labor  16.50 

Harry  Young,  Labor  269.50 


$       415.00 


Dog  Expenses 

Wheeler  and  Clark,  Tags  $       112.50 

Lucien  Morneau,  Warden  25.00 

Madeliene  Gately,  Fees  16.25 


$        47.82 


Advertising  and  Regional  Associations 

White   Mountains  Regional   Association  $       252.59 

Twin  Mountain  Chamber  of  Commerce  2,000.00 


$    2,252.59 


Zoning  Expenses 

Gustave  Olsen,  Expenses  $        24.20 

Refunds 


McCauley  and  Ricardi 
Thomas  Bellefeuille 
Hilda  Wynn 
Charles  Farrington 
Beatrice  Duranleau 

$ 

100.00 
25.00 
15.53 

77.75 
39.08 

Social  Security 

New  Hampshire  State  Treasurer 

New  Hampshire  Division  of  Welfare,  Adm.  Costs 

$ 
$ 

257.36 

628.20 
1.00 

Auto  Permit  Fees 

Madeliene   Gately,   Fees 

$ 
$ 

629.20 

141.00 

Interest 

Whitefield  Savings  Bank,  Notes                                           $  1,662.50 

Whitefield  Savings  Bank,  Loans  166.67 

$  1,829.17 
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Airport 


Henry  Ranclos,  Labor 

$       898.00 

Austin  Rines,  Truck 

15.00 

Arnold  Machinery  Company,  Parts 

80.50 

M.  G.  Doyle,  Jr.,  Parts 

57.02 

Jordan  and  Morse,  Diesel  Oil 

228.08 

Joseph  O'Brien,  Diesel  Oil 

10.00 

Northern  Auto  Supply,  Oil 

15.60 

Gulf  Oil  Products,  Oil 

7.13 

Garneau's  Garage,  Welding 

38.50 

$    1,349.83 

Temporary  Loans 

Whitefield   Savings  Bank 

$  10,000.00 

Long  Tenn  Notes 

Whitefield  Savings  Bank: 

Relocation  Water  Line,  Route  3,  South  $    2,500.00 

Fire  Truck  1,625.00 

Tuttle  Brook,  Playground  1,000.00 

Water  Line,   Route  3,   North  2,500.00 


County 

J.  A.  Sullivan,  County  Treasurer 

State  of  New  Hampshire 

Treasurer,  Bond  and  Debt 
Treasurer,  Boat  Tax 
Treasurer,  Head  Tax 

$ 
$ 
$ 

7.625.00 

6,858.00 

357.85 

1.00 

832.00 

School  District 

Levy,  1965-1966 
Levy,    1966-1967 

$    1,190.85 

$  41,184.51 
19,000.00 

$  60,184.51 

The  foregoing  accounts  are  respectfully  submitted: 

WILLIAM  J.  McGEE 
EARL  0.  MINOR 
CHARLES  W.   FARRINGTON 
Selectmen 

We  have  examined  and  certified  the  above  accounts  and  find 
them  correct,  including  the  Selectmen,  Tax  Collector  and  Town 
Clerk  and  Treasurer,  and  balance  as  of  December  31,  1966  of 
$44,160.10. 

CHARLES   P.    RICARDI 
RUSSELL  A.  CLARK 
Auditors 
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CHAMBER  OF  COMMERCE 

Lake  Appropriation  —  $600.00 

Larry  Fahey,  attendant  $      385.52 

Larry  Fahey,  expenses  80.00 

Internal  Revenue  33.60 

Larry  Fahey,  labor  68.50 

Earl  Temple,  mowing  30.00 

Astle,  supplies  9.30 


$    606.92* 


Advertising  —  $2,000.00 

Littleton  Courier,  folders  $   895.00 

Frost  Advertising  Agency  197.00 

Dick  Dolan  Advertising  Agency  245.00 

Frost  Advertising  Agency  750.00 


$2,087.00* 


*  Balance  of  lake  and  advertising  expenses  (inserts,  postage,  en- 
velopes, secretary's  salary)  plus  the  operation  of  the  Booth  (two 
attendants  seven  days  a  week  including  Internal  Revenue)  are 
borne  by  members  of  the  Twin  Mountain  Chamber  of  Commerce. 
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WHITE  MOUNTAIN  COMMUNITY  SERVICES,  INC. 
Ill  Cottage  Street 
Littleton,  New  Hampshire 

CLINIC  HOURS 

Monday  through  Friday,  8:30  a.m.  to  4:30  p.m. 

Wednesday  evening  6-9  p.m. 

For  appointment  call  444-5358;  if  no  answer,  call  444-5438 

STAFF 

Executive  Director,  Donald  W.  Gilpin,  ACSW 
Chief  Clinic  Social  Worker,  Burdett  S.  Adams,  ACSW 
Clinical  Psychologist,  Arthur  A.  Froburg,  MA 
Receptionist-Secretary,  Mrs.  Pauline  E.  Henry 
Secretary,  Mrs.  Hazel  F.  Hart 

CONSULTANTS 

Psychiatry,  E.  Haskell  Schell,  Jr.,  M.D. 
Child  Psychiatry,  Margaret  R.  Anthonisen,  M.D. 
General  Medicine,  Robert  G.  Gale,  M.D. 
Clinical  Psychology,  Robert  A.  Page,  Ph.D. 
Social  Work,  Professor  Jeane  Murphy 


The  White  Mountain  Community  Services  is  a  non-profit  organi- 
zation formed  for  the  purpose  of  providing  diagnostic,  counselling 
and  consultation  services  to  the  residents  of  this  area  who  are  ex- 
periencing emotional  problems. 
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WHITE   MOUNTAIN   COMMUNITY   SERVICES,   INC. 

Ill   COTTAGE   STREET 

LITTLETON,  NEW  HAMPSHIRE 

January  1967 
Gentlemen : 

At  last  our  committee  of  the  North  Country  has  an  opportunity 
to  do  something  together  to  provide  mental  health  services  to  our 
people,  the  need  for  which  has  long  been  only  too  evident.  White 
Mountain  Community  Services  is  a  mental  health  clinic  approved 
by  the  New  Hampshire  Division  of  Mental  Health  and  available  to 
a  population  of  approximately  23,500  people. 

We  are  asking  each  town  served  by  the  Clinic  to  share  in  the 
support  of  the  Clinic  through  their  individual  town  budgets. 

Therefore,  it  is  proposed  that  the  town  of  Carroll  set  aside  funds 
at  the  rate  of  one  dollar  ($1.)  per  resident  (based  on  the  1960  cen- 
sus); this  amount  totaling  $295.00. 

Money  appropriated  for  the  WHITE  MOUNTAIN  COMMUNITY 
SERVICES  by  Carroll  will  contribute  toward  the  current  services 
and  future  development  of  this  mental  health  facility.  Funds  so 
appropriated  by  the  townspeople  of  Carroll  indicate  their  willing- 
ness to  share  with  their  neighboring  towns  in  the  responsibility  of 
providing  mental  health  services  to  our  own  area. 

Included  in  this  presentation  you  will  find  some  impressive  rea- 
sons why  it  is  to  our  advantage  in  the  North  Country  to  work  to- 
gether to  help  each  other. 

Respectfully  submitted, 

JOHN  S.  READ 
President 
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BIRTHS 

1966 

Place 

Date 

Name 

Residence 

of  Birth 

Mar.  3 

Christine  Carol  McGee 

Carroll 

Littleton 

July  28 

Karen  Lynn  McGee 

Carroll 

Lancaster 

Sept.  8 

Fred  Smith 

Carroll 

Berlin 

Oct.  10 

Annette  Louise  Bergin 

Carroll 

Lancaster 

Oct.  16 

Margaret  Alice  McGee 

Carroll 

Lancaster 

MARRIAGES 

Date  Name  &  Residence 

May  28  Horace  V.  Wetherbee 

Louiseann  A.  Bausemer 

June    9  Leo  Milero 

Anna  Miscirelli 

Aug.    6  Ray  E.  Edwards 

Linda  S.   Glines 

Oct.    8  Brian  W.  Evans 

Rebecca  A.  Ramsdell 


Married  At 

Whitefield 

Whitefield 

Jefferson 

Dalton 


DEATHS 

Date                         Name  &  Residence  Age 

Jan.  31  Wilbur  E.  Harriman,  Carroll,  N.H.  75 

Feb.  22  Fred  Eli  Staples,  Carroll,  N.H.  95 

Feb.  23  Elizabeth  deBlok,  Carroll,  N.H.  79 

Apr.  16  Robert   L.   Dicey,   Carroll,   N.H.  57 

May  16  Katherine  M.  Woodward,  Carroll,  N.H.  73 

June  22  Isabella  Parker,  Carroll,  N.H.  77 

June  24  Beulah  Beaulieu,  CaiToU,  N.H.  44 

July    8  Loretta  Elizabeth  Donahue,  West  Haven,  Conn.         57 

July  29  Alfreda  Gooden,  Carroll,  N.H.  84 

Aug.    1  Ina  Elizabeth  Baldic,  Whitefield,  N.H.  91 

Sept.    7  Augustus  C.  Teissier,  No.  Quincy,  Mass.  77 

Nov.    7  Richard  R.  Glines,  Carroll,  N.H.  48 
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Water  Commissioner's   Report 

1966 

TREASURER'S  REPORT 

RECEIPTS 

Balance  on  hand  Jan.   1,   1966  $    1,210.45 

Back  Rent  320.35 

Rent  for   1966  3,030.15 


$    4,560.95 


PAYMENTS 

Materials  and  Supplies  $      687.74 

Labor  998.00 

Officer's  Salaries  370.00 


CHLORINATION  PLANT 

Materials    and    Supplies  $      643.40 

Labor  423.15 


$    3,122.29 

Balance  on  hand  Dec.  31,  1966  $    1,438.66 

MATERIALS  AND  SUPPLIES 

Astle  Co.  $        10.70 

Caldwell,  Charles  Co.  183.27 

Champagne's  Market  4.25 

Darling  Mfg.  Co.  196.63 

Fitzmorris  Heating  &  Plumbing  Co.  71.63 

Fournier,  George  3.50 

Garneau's  Garage  9.58 

Garneau,  Leon  10.00 

Millar,   Charles  and  Sons  143.96 

Puglisi's  20.00 

State  of  New  Hampshire  1.05 

Stevens,  Geo.  M.  &  Sons  30.50 

Whitefield  Savings  Bank  &  Trust  Co.  5.70 

$      687.74 
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LABOR 


Bassett,   Emmett  $        76.00 

Burroughs,  Leslie  12.00 

Fahey,  Raymond  13.25 

Garneau,  Leon  103.50 

Johnson,   Irvan  12.00 

Ledoux,   0.  293.00 

Liberty,  Joseph  54.00 

McGee,  John  28.50 

Monahan,  Raymond  12.00 

Rexford,  Wendall  74.00 

Ricardi,  Charles,  Jr.  46.00 

Staples,  John  18.00 

Straw,  Clayton  155.50 

Wynn.  Bert  96.50 


OFFICER'S  SALARIES 


998.00 


Garneau,   Leon,   Collector                                                   $  90.00 

Johnson,  L,  Commissioner  50.00 

Ledoux,  0.,  Commissioner  90.00 

McGee,  John,  Treasurer  90.00 

Straw,  C,  Commissioner  50.00 

$  370.00 

CHLORINATION  PLANT 

Materials  and  Supplies 

Liberty   Bleach   Co.                                                             $  256.50 

Millar,  Charles  and  Son  Co.  57.20 

Public  Service  Co.  of  N.H.  323.26 

State  of  New  Hampshire  6.44 

$  643.40 

Labor 

Hall,    Elsworth                                                                     $  7.15 

Ledoux,  0.  416.00 

$  423.15 


COLLECTOR'S  REPORT 


1966  Rent  Collected 
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Asker,  John 

$  57.40 

Jordan,    Maurice 

39.85 

Attleboro  Ski  Club 

52.85 

Jordan's  Service  Station 

12.25 

Atwood,  Douglas 

5.65 

Kazamais,  P. 

27.25 

Bellefeuille,  T. 

11.90 

Kiefer,  T.  &  R. 

48.95 

Bonnell,  Mrs.  D. 

13.20 

Kenney,   C. 

8.90 

Burroughs,  Edna 

8.90 

Keegan,  C. 

8.25 

Barron,  H.  B.  (Estate) 

12.55 

King's  Cottage 

29.50 

Capelli,  M. 

14.50 

Lane   and  Schirra 

8.90 

Charlemont  Motel 

147.35 

Lee,  Nolan 

13.90 

Christian,  Ann 

11.90 

Ledoux,  0. 

18.40 

Clark,  Russell 

40.25 

Lehr,   F. 

11.90 

Clay,    Mrs.    M. 

12.30 

Lennon,  E. 

10.80 

Conrad,  H.  J. 

55.90 

Lennon,    J. 

9.55 

Champagne's  Market 

17.20 

Lievendag,  E. 

80.80 

Carlson,  Carl 

44.55 

Livingstone,  Dr.  H. 

11.90 

Clark,   Madeline 

10.60 

Lytle's  Cabins 

62.20 

Davies,   R. 

8.90 

Lynch,    Geo. 

5.65 

Dennison,  Floyd 

8.90 

Mansfield,  Mrs.   L. 

12.80 

Dicey,  Mrs.  J. 

54.35 

McCann,   Wm. 

5.00 

Dubey,  Mrs.  L. 

33.05 

McCauley,   Winfred 

11.50 

Egan,    H. 

24.00 

McCluskey,  B. 

31.40 

Eisner,   M. 

16.45 

McGee,  Edward 

75.60 

Evans,  A.  J. 

8.90 

McGee,  John 

11.15 

Fahey,  Patrick 

8.90 

McGee,  Thomas 

11.55 

Fahey,  Raymond 

76.00 

McGee,  Wm. 

26.00 

Fahey,  William 

8.90 

McKenna,  Philip 

12.15 

State  of  New  Hampshire 

McNaughton,  Wm. 

9.90 

Fish  &  Game  Dept. 

23.80 

Mirrello,  D. 

12.15 

Garneau,  Harold 

14.10 

Monahan,    A. 

11.90 

Garneau,  Louis 

23.60 

Monahan,  Alice 

9.55 

Gately,    M. 

36.80 

Monahan,  Martin 

61.50 

Glines,  Kenneth 

8.90 

Morneau,    L. 

14.50 

Gould,   E.   J. 

8.90 

Mountain,  Robt. 

11.90 

Grimard,  Norman 

8.90 

Mountain,  Thomas 

10.20 

Goodness,  Gary 

10.20 

Miller,  Ed. 

13.85 

Houghton,  Agnes 

8.90 

McGee,  Hazel  (Estate) 

10.20 

Harris,   Wm. 

7.55 

Morgan,  Zalo 

9.55 

Hewitt,  E. 

41.15 

Monahan,   Lawrence 

8.90 

Houghton,  Arthur 

61.10 

New  Eng.  Tel.  &  Tel. 

9.30 

Hancock,   F. 

11.90 

O'Brien's  Airport 

3.25 

Hunt,  Nora 

11.90 

O'Brien,  Joseph 

11.50 

Hunt,   Blanche 

8.90 

Olsen,  C. 

19.50 

Harriman,  Mrs.  W. 

13.20 

Paquette's  Motel 

139.10 

Jahn,  K. 

67.60 

Perry,  Mrs.  E. 

12.55 

Jahn,  K. 

12.20 

Pinard,  R. 

8.90 

Johnson,    I. 

30.10 

Polio,  H. 

20.40 

Jordan,  Bradley 

21.65 

Profile  Motel 

57.40 
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Powell,  Kenneth 

9.55 

Seymour,   A. 

13.20 

Quirk,    J. 

8.90 

Thompson,    A. 

15.80 

Raymond,  F. 

13.20 

Throop,   R. 

8.90 

Ricardi,  C. 

92.55 

Twin  Mt.  Motor  Court 

69.75 

Ricardi,  C,  Jr. 

23.85 

Wemple,  Dr.  J. 

13.45 

Rines,   Austin 

10.20 

Wescomb,  Mrs.  T. 

8.90 

Salemme,    L. 

11.90 

Whitcomb,  G. 

8.90 

Salzman,  T.  F. 

16.45 

Woodward's  Cabins 

57.40 

Schaeflfer,    T. 

11.90 

Woodward,   E.   M. 

8.90 

Senia,  S. 

11.90 

Wright,    Wm. 

14.50 

Serra-Zanetti,  N. 

13.85 

Week's  Zermatt  Inn 

17.00 

Sparaco,  R. 

17.75 

Wynn,  B. 

14.30 

St.   Germain,   D. 

60.00 

William's  Inn  (Roxmere) 

91.90 

Staples,   F. 

8.90 

Young,   C. 

18.50 

Straw,  Clayton 

12.55 

U.  S.  Forest  Service 

5.00 

Stuart,    J. 

12.15 

Dept.  of  Public  Works 

Styles,   T. 

8.90 

Littleton,  N.H. 

13.85 

Sullivan,  Joseph 

11.90 

Sullivan,    Wm. 

15.80 

Total                     $3,030.15 

Snitko,  A. 

8.90 

Back 

Rent  Paid 

Garneau,   Robt. 

$    8.90 

Monahan,   Leo 

150.00 

Hunt,    B. 

8.90 

Temple,  Geo. 

61.05 

Kiefer,  T.  &  R. 

48.95 

Zermatt  Inn 

33.00 

Lennon.  James 

9.55 

$320.35 
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Unpaid  Rent  1963 

Garneau,    Leon                   16.45 

Beaulieu,   R. 

$11.50 

Kosack,  J.                           42.85 

Unpaid  Rent  1964 

Kelley,   A.                           18.15 

Beaulieu,   R. 

$11.50 

McGee,  Mary                       9.55 

Fahey,   L. 

10.85 

Monahan,  Leo  50.00 
Temple,  Geo.  20.35 
Temple,  W.                         13.45 

$22.35 

Unpaid  Rent  1965 

Vendt,  W.                               9.55 

Beaulieu,   R. 

$11.50 

Wilmot,   G.                           5.00 

Fahey,  L. 

10.85 

Wright,   Mrs.  L                     8.90 

Fahey,  L.    (Estate) 

12.50 

Week's  Zermatt  Inn  (bal.)  19.65 
Wyette,  Victor  17.80 
William's  Inn   (bal.)            3.00 

$34.85 

Unpaid  Rent  1966 

Beaulieu,  R. 

$  11.50 

$278.45 

Burroughs,  Mrs.  J. 

8.90 

R.  Beaulieu's  Water  Bill 

Fahey,  L. 

10.85 

for  1963-64-65  Paid 

Fahey,  Louise  (Estate) 

12.50 
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State  of  New  Hampshire  Department  of  Health  and  Welfare 

December  29,   1966 
Mrs.  Madeleine  T.  Gately,  Town  Clerk 
Carroll,  New  Hampshire 

To  the  Citizens  of  the  Town  of  Carroll: 

During  1966,  80  visits  were  made  in  the  community,  and  they 
are  classified  as  follows: 


Administration  and 

Promotion 

2 

Mental   Health 

1 

Antepartum 

4 

Mental  Retardation 

1 

Cancer 

1 

Post  Partum 

3 

Cardiac 

3 

School 

6 

Cardiovascular 

11 

Sight   Conservation 

2 

Health  Supervision 

41 

Tuberculosis 

4 

Injury 

1 

Social  Problem 

1 

Preschool  children  in  the  community  attended  the  Well  Child 
Conferences  held  in  Whitefield  in  the  Spring,  and  at  this  time,  they 
received  their  necessary  immunizations. 

Forty-five  adults  and  children  participated  in  the  Heaf  testing 
program  for  tuberculosis.  Polio  boosters  were  administered  to  all 
school  children  who  were  due  for  them. 

There  is  a  crucial  need  at  this  time,  for  communities  to  develop 
an  over-all  plan  that  will  insure  continuity  of  nursing  service  from 
the  hospital  to  the  home,  or  from  the  home  to  the  hospital. 

Nursing  is  one  of  the  essential  services  in  any  community  health 
plan  or  program. 

The  citizens  in  any  community  or  area,  have  a  direct  responsi- 
bility, therefore,  to  make  sure  that  needed  continued  nursing  care  is 
provided  for  men,  women  and  children  as  they  move  to  any  place 
where  care  may  be  given. 

Each  community  needs  to  develop  or  improve  a  community 
centered  or  area  centered  plan,  which  will  enable  its  citizens  to 
have  better  and  more  complete  nursing  care  available  to  them  and 
their  families  when  needed. 

How  many  of  your  citizens  who  should  be  receiving  benefits 
from  the  Medicare  Program  are  unable  to  do  so  because  you,  do 
not  have  a  community  centered  or  area  centered  plan  to  meet 
their  needs? 

Now,  is  the  time  for  action  by  all  citizens  of  your  community. 

It  is  always  a  pleasure  to  serve  the  Citizens  of  Carroll,  and  I 
extend  my  gratitude  to  them  for  fheir  cooperation  during  the  past 
year. 

Respectfully  submitted, 

ELEANOR  D.  KENNEY,  R.N. 
Public  Health  Nurse,  District  #2 
N.  H.  State  Department  of  Health 


